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Integrated Disease Surveillance Programme C&VID- 19 
EE ess gw M NUMEN 
Date: 14-01-2022 Health Bulletin Time: 6:00 PM 
EEA A EE KENNEN ERR AERENCRREEREEQUEPIERQO NETTE E 
3 Positive Today: 3200 4 Recovered Today: 676 
4X Death Today: 03 4 Active Cases: 12349 
S'"' Sample Positivity today: 11.48% R% Recovery Percentage: 92.55% 
| Total cumulative Positive COVID-19 detected: 363424 
2 Total Number (%) of COVID-19 Patients Treated/ Cured: 336353 (92.55%) 
3. Total Number (%) of COVID-19 patients migrated out of state: 7284 (2.00%) 
4. Total Number (%) of COVID-19 Deaths: 7438 (2.05%) 
5 Number of samples found negative for COVID-19 today: 24674 
6 Total number of samples sent for COVID-19 testing today: 27740 
7 Total number of cumulative samples found negative: 8420903 
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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 





: Negative ve Positive 

Negative : Positive : 

: Cumulative : Cumulative 

in last 24 in last 24 : : 
(including 


(including 
dun Pvt. Lab) dauus Pvt. Lab) 


18658 16778 


16215 14856 


U.S. Nagar 761 
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Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Hospital Wise Death 


No. of 
District Cumulative Deaths | Name of the Hospital 


HNB Base Hospital Srinagar, Pauri 1 
Garhwal 

Pauri Garhwal 
The Hans Foundation General Hospital 


Grand Total 





Details of State Control Room 


E-mail: covidi9statewarroomukQO gmail.com, idsputtarakhand@gmail.comToll free No: 104/01352609500 


i Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 








O^. A <>) Uttarakhand State Control Room 
SS TENA Integrated Disease Surveillance Programme C&VID-19 
inet: Teen Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 








COVID-19 Vaccination 


14'^ January 2022 


* Sessions Held Today: 1212 

* Number of Beneficiaries Vaccinated Today: 33596 
* Total Number of Beneficiaries Partially Vaccinated: 8314023 
* Total Number of Beneficiaries Fully Vaccinated: 6693709 


*% Total Number of Beneficiaries Given Precaution Dose: 70142 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 15-17 
hrs CIS 18* years 18* years 
1st And yea Partially Fully 
Partially : : 
2nd Vaccinated vaccinated Vaccinated 
Dose (1st Dose (Both Dose 


(1st Dose 
Coverage) Coverage) Coverage 


Almora — | 649 | 22353 | 377474 | 2923533 | 6o17 | 5990 | 9945 | 9277 4441 
13072 185170 155398 2514 2475 2319 2286 3063 
1255 13908 271293 248242 3987 4018 6486 6575 3298 


Partially Fully Partially Fully 

Vaccinated | Vaccinated | Vaccinated | Vaccinated Total Dose 
(1st Dose | (Both Dose (1st Dose (Both Dose Coverage 
Coverage Coverage) Coverage Coverage) 


23818 443259 338315 7911 7554 7083 


Pithoragarh 17481 320747 266274 4093 4028 8307 





